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Message Text 


UNCLASSIFIED 

PAGE 01 LONDON 12860 021913Z 
71 

ACTION EB- 11 

INFO OCT-01 EUR-25 ISO-OO H-03 RSC-01 DRC-01 /042 W 

017564 

R 021850Z NOV 73 
FM AMEMBASSY LONDON 
TO SECSTATE WASHDC 5313 

UNCLAS LONDON 12860 

E.O. 11652: N/A 
TAGS: ETRD, UK 

SUBJECT: TRIPARTITE GROUP ON ELECTRONIC STANDARDS 
HARMONIZATION 

REF: (1) SMITH/FLOYD TELECON 11/1, (2) LONDON 11947 

1. WE ARE ADVISED THAT THE TRIPARTITE COMMITTEE DOES 
NOT RESTRICT ITSELF TO STANDARDS PROBLEMS IN THE ECE. IT 

IS AN OPEN FORUM, AND ANY MEMBER CAN RAISE ANY STANDARDS 
PROBLEM THAT MAY OCCUR. THERE ARE NO RESTRICTIONS. 

2. THE COMMITTEE WAS NOT SET UP AS A RESULT OF THE 
ELECTRONICS COMPONENTS STANDARDS QUESTION, BUT IT DID 
DEAL WITH ELECTRONICS STANDARDS WHEN THE ISSUE WAS 
RAISED. ANNENBERG 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STANDARDS, UNITS OF MEASUREMENT, COMMITTEES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 02 NOV 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973LONDON12860 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: LONDON 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 159/aaaabrbn.tel 

Line Count: 40 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (1) SMITH/FLOYD TELECON 11/1, (2) LO, NDON 11947 

Review Action: RELEASED, APPROVED 

Review Authority: garlanwa 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Aug-2001 by maustmo; APPROVED <23-Aug-2001 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRIPARTITE GROUP ON ELECTRONIC STANDARDS HARMONIZATION 
TAGS: ETRD, UK, ECE 
To: STATE 
Type: TE 
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